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Message Text 



UNCLASSIFIED 

PAGE 01 BANGKO 10764 130407Z 
12 

ACTION EB-05 

INFO OCT-01 EA-07 ADP-00 RSR-01 RSC-01 /015 W 

071743 

R 130316Z JUL 73 
FM AMEMBASSY BANGKOK 
TO USDOC 

INFO SECSTATE WASHDC 4742 

UNCLAS BANGKOK 10764 

E.O. 11652: N/A 
TAGS: BDIS.TH 

SUBJECT: TRADE COMPLAINT: ENGINEERING SUPPLY LTD. VS TESTLAB 
DIVISION OF GDI.INC. 

REF: A. BANGKOK 2889 

B. BANGKOK 12064 

C. USDOC 2737 

D. STATE 184511 

NO RESPONSE TO REF A. LOCAL FIRM REPORTS IT SENT LAST CABLE 
TO GDI ON MAY 14 BUT NO RESPONSE RECEIVED. WOULD APPRECIATE 
COMMERCE URGING GDI TO EFFECT SHIPMENT OF INSTRUCTION MANUAL 
BY AIRMAIL ASAP. 

MASTERS 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BANGKO10764 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BANGKOK 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730736/aaaabakf.tel 

Line Count: 40 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 73 BANGKOK 2889, 72 BANGKOK 1 2064, 72 STATE 184511 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Dec-2001 by phillir0>; APPROVED <06-Feb-2002 by martinjw> 

Review Markings: 

Declassified/Released 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE COMPLAINT: ENGINEERING SUPPLY LTD. VS TESTLAB DIVISION OF GDI, INC. 
TAGS: BDIS, TH 
To: n/a 
Type: TE 
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